
REF* 

25X1 A 

TO* GEN* LEDFORD FROM* KELLY JOHNSON 


25X1 A 


SUBJ* ARTICLE 342 ACCIDENT INVESTIGATION 

FURTHER INVESTIGATION OF PARTS RECOVERED, INDICATE ARTICLE 

A?,?, 5I?H C IH R £ LLY FAILED DUE T0 EXCEEDING THE ENVELOPE STRENGTH. 
£2™I S i S OF THE VARIOUS BREAK a OINTS REVEALS THAT THERE WAS NO 

K S?mS A iic??iM? N io S N s! FAT13UE A,1D THE CONDmoN 0F THE METAL 

FEEL THE EXTENSIVE INSPECTION WE OUTLINED IN REF 

!*?*L w I L .k_ N0 L BE required^ however, as a confidence check for 

WE SUGGEST THE FOLLOWING BE PERFORMED* 
CHECK 


YOUR CUSTOMERS AT f 

!• VISUAL (THU HOUGH) 


A. MLG SUPPORT STRUCT. 

1. FULCRUM FITTINGS 

2. DRAG LINK STRUCT. (FUSELAGE) 

3. BULKHEADS 

A. F.S. 365 

B. F.S. 342 (BETWEEN DUCTS) 
SUMP TANK SUPPORT STRUCT. 

WING FUSELAGE MAIN FRAMES 


1 


2 . 


3. 


CONNECT TO UPPER LONGERONS 

A. BOLTS 

B. CLIPS 

CONNECT TO LOWER LONGERONS 

A. BOLTS 

B. CLIPS 

COMPLETE FRAME (WEB, PLATE & FITTINGS) 
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A. F.S. 389 

B. F.S. 401 

C. F.S. 413 

D. F.S. 425 

E. F.S. 437 

F. F.S. 449 

G. F.S. 465 

D. ENGINE SUPPORT STRUCT. A ATTACHMENTS 
1® MAIN SUPPORT (F.S. 425) 

A. BALL PATS 

B. BALL BAT SUPPORT FITTINGS 

C. BALL BAT BRACE 

0. FORE A AFT SHEAR WEB 
2. AFT ENGINE HANGER 

A. BOLT AND LINKS 

B. SUPPORT RING (INCLUDING ATTACH. TO LONGERONS) 
£. UPPER A LOWER LONGERONS FROM F.S. 365 TO F.S. 510 

F. AFT FUSELAGE JOINT 

1. FWD OF F.S. 555 

2. AFT OF F.S. 555 

2* u?5JF2t! T £ L STABILIZER ROOT AREA (REMOVE FILLETS) 

H. WING ROOT AREA (REMOVE FILLETS) 

1. SKIN FOR CRACKS, BUCKLES, ETC. 

2. RIVETS, BOLTS, ETC. FOR WORKING OR LOOSENESS 

(NOTES WING ATTACH BOLTS A FITTINGS WERE 

rr <*STWEEN UPPER * LOWER LONGERONS). 

SUSPECT‘BflSIS° HECK FITTIN8S * CLIPS 4 STRUCTURE AS REQUIRED ON A 

INSPECT STRUCTURE AS REQUIRED ON A SUSPECT aactc 
IV. SOMC INSPECT STRUCTURE AS REQUIRED ON A SUSPECT p.astc^* 

necessary?* 0 * troque on main frame/longeron bolts a replace A as So 

A. F.S. 389 

B. F.S. 401 
C* F.S. 413 

D. F.S. 425 

E. F.S. 437 

F. F.S. 449 

aw- 

SMB!" ** 
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